By THE__SHORES_OF  THE DEAD SEA

| <j^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^-.~^^^.^^^^^^.^^^,^.^^^^^^^^^^^^^^^^^^^^^^^^  I

Photos : American Colony, Jerusalem.
A most interesting point about the Dead Sea is the fact that it is about 1,300 feet below the level
of the Mediterranean.   It receives the water of the Jordan and other rivers, and yet there is no
outlet, so that the fluid evaporates under the fierce sun.   In the top left-hand comer is a collection
of crystals     These crystals are of salt, and were found by the shores of the Dead Sea.